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Lincoln Cathedral. The noble edifice, almost as 
we see it to-day, was begun by Bishop Remigius, 
A. D. 1074 consecrated 1092, added to, rebuilt, and 
finished by succeeding bishops, being completed in the 
fifteenth Century. Of great historical interest, famous 
for its architecture, and unequalled for situation, Lincoln 
Cathedral is one of the most beautiful Cathedrals in the 
Country. The nave measures 215 feet long, 80 feet wide 
and 82 feet high. 
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